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UNCLASSIFIED 

PAGE 01 TOKYO 16238 080816Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

010930 090901Z/20 

R 08081 1Z SEP 78 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1058 

UNCLAS TOKYO 16238 

FOR OIM/JAPAN 

EO 11652: NA 

TAGS: BEXP.JA 

SUBJECT: TC NOVEMBER CRE 


Message Text 


REF: (A) USDOC 13923, (B) USDOC 15799 

1 . REF A: SHOSHIN SHOJI WILL PARTICIPATE EITHER WITH 

KYBE CORP ALONE, OR WITH OTHER U.S. FIRMS AS MULTI- ACCOUNT 

AGENT. WILL ADVISE ASAP. 


2. REF B: 3M SUMITOMO DECLINES DUE TO NO NEW PRODUCTS 
AVAILABLE AND PUBLICITY BEING WELL PREVAILED IN MARKET. 
MANSFIELD 


UNCLASSIFIED 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978T0KY016238 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780367-0775 

Format: TEL 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780986/aaaactal.tel 

Line Count: 38 
Litigation Code IDs: 

Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 461f1054-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 

Status: NATIVE 

Subject: TC NOVEMBER CRE 

TAGS: BEXP, JA 
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Type: TE 
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